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Animal and Plant Health Inspection Service 

(INSPECTION REPORT) 


3767 custjd 
285043 inspjd 
1965 site id 


PRISCILLA VALENTINE 


925133RD ST. CT. NW 
GIG HARBOR. WA 98332 


Customer ID: 3767 
Certificate: 91-C-0055 

Site; 001 

VALENTINES PERFORMING PIGS 

Inspection 

Type: ROUTINE INSPECTION 
Date: JAN-13-2006 


Animal Inventory; Pot-bellied pigs-4 
No non-compliances identified this inspection. 


Prepared By: 




Rl^H HANSCOM, V M.O, , USDA. APHIS, Animal Care 
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